ELLEN   TERRT
The play was admirably cast. George Vining, the good old Frank Matthews, husband and wife, admirable comedians; Fred Dewar, who afterwards made such a hit with Patty Oliver at the little Royalty; Fred Charles, the ever-young, and of course Miss Herbert, one of the loveliest and "stateliest women the stage has ever seen, as Mrs. Union, the tempted wife. A small part in the cast, that of a girl ingenue, was awarded to Kate Terry. On one occasion Miss Herbert fell ill, and her understudy for the great part in the play, Kate Terry, was warned that she might be wanted in the emergency. Faithful Tom 27